Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 1/3/2011 2:54:31 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: DPH Move 


OK, 111 try to come by before noon, 

Stephen Lobik 

Capita! Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facii.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 
Sent: Monday, January 03, 2011 9:47 AM 
To: Lobik Stephen 
Subject: RE: DPH Move 

I will be here till 3:00. 

Jim 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 
Sent: Monday, January 03, 2011 8:09 AM 
To: Hanchett, James (DPH) 

Cc: Pocsik Mark 
Subject: DPH Move 


Jim, 

I was going to come by sometime today to see how everything went and go over any loose ends. What would 
be a good time for you? 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 
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(F) 413-545-3684 


slobik@facil.umass.edu 
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